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Message Text 

UNCLASSIFIED 

PAGE 01 CARACA 00666 212231Z 
ACTION ARA-10 

INFO OCT-01 ISO-OO EB-08 AID-05 /024 W 

220555Z 003445 /15 

R 212043Z JAN 77 
FM AMEMBASSY CARACAS 
TO SECSTATE WASHDC 6323 
USDOC WASHDC 

UNCLAS CARACAS 666 

PASS TO AID-SER/CFS 

E.O. 11652: N/A 
TAGS: BEXP, VE 

SUB J : FIRE DETECTION AND ALARM SEMINAR 

REF: CARACAS 0349 

1 . DATE FOR SEMINAR HAS NOW BEEN SET FOR MARCH 7, 8, 9, 1977. 

SEMINAR WILL TAKE PLACE AT 300 SEAT AUDITORIUM OF FIRE DEPART- 
MENT HEADQUARTERS IN CARACAS. THE NAME "INTERNATIONAL FIRE 
PROTECTION WEEK" WILL BE GIVEN FOR REASONS OF PUBLICITY. 

2. COVENIN HAS EXPRESSED DESIRE TO HAVE U.S. EXPERTS COMING 
TO VENEZUELA, BRING INFORMATION OR SPEAK ON PRESSURIZATION 

OF STAIRCASES AND ELEVATOR SHAFTS AND ON METHODS FOR ARRIVING 
AT STANDARDS FOR FIRE DETECTION EQUIPMENT. 

3. PLEASE ADVISE AS SOON AS POSSIBLE REGARDING POSSIBILITY OF 
MR. TIPTON'S PARTICIPATION. ANY OTHER PARTICIPANT FROM U.S. 

WILL BE WELCOME BY ORGANIZERS. EMBASSY HAS EMPHASIZED THAT 
PAPERS BY COMPANY EXPERTS MUST BE ON TECHNICAL LEVEL, WHICH 
WOULD NOT PREVENT ANY OUTSIDE ACTIVITY OR CATALOG DISPLAY BY 
NEWCOMERS TO THE MARKET. 
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Disposition Action: n/a 
Disposition Approved on Date: 
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Disposition Comment: 
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Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977CARACA00666 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770023-1153 
Format: TEL 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 97701 31 /aaaabase. tel 

Line Count: 47 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
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Office: ACTION ARA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
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Reference: 77 CARACAS 349 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 
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Review Event: 
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Review Media Identifier: 

Review Release Date: n/a 
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Subject: FIRE DETECTION AND ALARM SEMINAR 
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